

He^ underlining indicates a difference froia CORONA (Mural). 


SECRET 

Approved For Release 2002/06/25 : CIA-RDP66B00560R0001 00080086-3 


25X1 




Approved For RfTease 2002/6^ R(5I-RDP66B0056dR50 P1 OOote i^-3* 


;nt B to 
!D-s63 


25X1 


OR 


T t aV'A' 


PRESENT 


” CLEARANCES” 


(A) 


1 . CORONA 

2 . ARGON 

3. LANYARD Conpar tBient 


SECjRI'.t'Y ;,:.:'AHCII 

p\.o::'-os:.-;D 

CONSOLIDi.YiONS 

Col. 

(A) 


COLOiJA 


CEIiTIFI CATIONS 
IF KSFERSNCS A IS 
IIIPLSMSNTSD 

Col. 

(C) 


Zi • 




CORONA 

AEGON 

LANYARD 


25X1 


25X1 



Approved For Release 2002/0fi;^|l^fi'fRDP66B00560R0001 00080086-3 





